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ACTION OC-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO CCO-OO FBO-02 A-01 SY-05 

OCL-OO /036 W 

066774 

R 101402Z OCT 75 
FM AMEMBASSY DAMASCUS 
TO SECSTATE WASHDC 4830 
INFO AMEMBASSY BEIRUT 
AMEMBASSY ATHENS 

CONFIDENTIAL DAMASCUS 3940 

BEIRUT FOR RCO 

STATE FOR A/OC; OC/L; A/OC/S; A/SY/FO; A/FBO; NEA/EX 

ATHENS FOR ATO 

E.O. 11652: GDS 
TAGS: ACOM, ASEC SY 
SUBJ: CCC RENOVATION 

1. C&R PERSONNEL HAVE EXPRESSED CONCERN OVER LACK 
OF ALTERNATE MEANS OF ESCAPE IN CASE OF FIRE IN 

THE CCC. AT PRESENT, ONLY EXIT IS VIA VAULT DOOR, D 1 . 

2. POST SUGGESTS FIRE ESCAPE BE THROUGH THE AIR 
CONDITIONER (A/C) SPACES IN ROOMS 24 AND 30. 

3. THE ACC GRILLS AND CAGES COULD BE INSTALLED 
USING BOLTS, FASTENED ON THE INSIDE TO PREVENT THE 
UNIT FROM BEING PULLED OUT AND A BAR ON THE INSIDE 
TO PREVENT THE UNIT FROM BEING PUSHED IN. HOWEVER, 

IN CASE OF FIRE THE BOLTS COULD BE UNFASTENED AND 
THE ENTIRE UNIT PUSHED OUT. EXIT TO THE GROUND WOULD 
BE MADE VIA CHAIN LADDER. ANOTHER ALTERNATIVE 
CONSIDERED WOULD BE TO HINGE THE GRILL ON THE OUTSIDE 
AND LOCK IN PLACE, WITH BAR ON INSIDE TO PREVENT 
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UNIT FROM BEING PUSHED IN. 
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4. ADVISE. 
MURPHY 
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